AMENDMENT NO. 1 NOVEMBER 2014 
TO 
IS 5182 (PART 2) : 2001 METHODS FOR MEASUREMENT 
OF AIR POLLUTION 


PART 2 SULPHUR DIOXIDE 
(First Revision) 


(Page 3, clause 7.12.2, line 2) — Substitute ‘filter the solution using 
Whatman No. 41 or equivalent filter paper’ for ‘filter the solution’. 
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